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CONFIDENTIAL STATE 182063 

ADDIS ABABA FOR OIC/RTC; NAIROBI FOR RSO 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: AUTOSCAN INSTALLATION 

REF: ADDIS 08624 

1. ANSWERS AS FOLLOWS: 

4A - NO, UNITS ARE OPERATING IN CLOSE PROMIMITY NOW WITH NO 
PROBLEMS. 

4B PLAN ON EIGHT HOURS SPREAD OVER THREE TO FOUR SESSIONS. 

4C - VOLTAGE IS TOO LOW FOR RELIABLE OPERATION. A VARIAC 
OR TRANSFORMER OF 1.5 KW CAPACITY SHOULD BE USED TO BRING 
VOLTAGE UP TO 1 15 OR 220. ROBINSON 
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